AT LOVELY OLD ROUEN, in Normandy, Joan of Arc was burned, more than ft\e hundred
years ago. This picture, taken before World War II. shows the cathedral towers and spire,
the highest spire in France, Little remains of the quaint and charming town which suffered
from terrific bombing in the war, Alone, amid temporary barracks, stands the cathedral.